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[Abstract:] Working force barely sufficient but faithful. 


The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

June 14, 1883 


Sir: 


In reply to your letter of the 13 Inst., I may say that the force in my department is barely 
sufficient for a perfect insuring of our results by all necessary checks and duplications. 


I must remark, however, the unusual fidelity and attention to duty, as well as the general 
moral excellence of my department. 


Respy. Yours 
Jacob B. Eckfeldt 
Assayer 


Hon. A. Loudon Snowden 
Supt. U.S.M. Phila. 


